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TYPE NO 

All Wittenborg machines 


TYPE 


All machines 


T.I.-NO 
Gen. ...01/00 


SERIAL NUMBERS 
AFFECTED 


From Machine No 
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SUBJECT 


Change of Motor supplier, from ECM into 
Mellor 


ISSUED FOR (X): 


Action 


Information 

X 


COMPONENT CONCERNED 




WA Item 




From 

No 

Description 

Models 

Application 

Machine No 

41529200 

Gear motor 

XX5100 

Ingredient motor 

484501 

41507300 

Gear motor 

XX2800 

Motor, cup dispenser 

488085 

41514901 

Brewer motor 

FB2800 

Brewer motor 

892380 

41518700 

Coffee motor 

IN800 

Ingredient motor 

481781 

- do - 

Coffee motor 

FB/IN2800 

Ingredient motor 

483456 

41521900 

Ingredient motor 

XX2800 

Ingredient motor 

486019 

- do - 

Ingredient motor 

FB800 

Ingredient motor 

488186 

41530000 

Branch pipe motor 

XX2800 

Branch Pipe motor 

486964 

Obsolete 





Part No 39418900 Pinion for ECM ingredient motor 



MODIFICATION 

• From end of March, 2000 the new motor make (from ECM into Mellor) will be 
introduced gradually in all other Wittenborg machines. 


REASON 

• The new motor offers lower power consumption and lower noise. 


REPLACEABILITY 

• The motors are directly replaceable. The part numbers are maintained. The Mellor motor 
is supplied with pinion. 

Part No. 39418900 pinion for ECM ingredient motor is obsolete, but can still be ordered 
as a spare part. 
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